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fctual research, teaching, testing, surgery, or experimentation were followed by this research facility, 
investigator has considered alternatives to painful procedures. 

Adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
igator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
tifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

Veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
care and use. 
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1) Professiof ally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and foilow ng actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 
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University of Washington 
Registration # 9 1 -R-000 1 
Department of Comparative Medicine, Box 357160 

November 2006 


ATTACHMENT B 


Institutional Animal Care and Use Committee Approved Exceptions to the Standards and 
Regul itions of the Animal Welfare Act: 

I 

i 

Cage Variances : 

1 

1 

1) Variance: This allows three Group 3 primates to be housed in two Group 4 run-through cages when 
caging that would allow the full 12.9 sq feet of floor space is not available or cannot fit into the housing 
room. 

Species: Macaca fascicularis, Macaca mulatto, Macaca nemestrina, Papio cynocephalus 

Number of animals used: 3 

1 

2) Variance: During behavioral testing of monkeys group-housed in "run-through" cages, a divider 
will be used that keeps all but the test monkey in slightly smaller cage space than USD A regulations 
specify The animals will be housed in the smaller cage no more than 36 hours and typically less than 
12 . 

Specie] 


s: Macaca fascicularis, Macaca mulatto, Macaca nemestrina, Papio cynocephalus 


Numbpr of animals used: 0 

3) Use of a "run-through" configuration of two group 4 cages for group 3 category monkeys. This 
provides 12.5 sq ft of floor space rather than the 12.9 sq ft recommended in the regulations for animals 
of this weight. It is felt that the small difference in available floor space is more than compensated for 
by the complete access to age-matched cohorts, allowing full social interactions between the triads. 
Species: Macaca nemestrina 
Numb ;r of animals used: 9 
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1 ) Professiohally axeptable standards governing the care, treatment, and use of animals, including appropnate use of anesthetic, analgesic, and tranquilizing drugs, pr.ni to, during, 
and folloing actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each prifJcipal investigator has considered alternatives to painful procedures. 

31 This facil tv is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained Dy the 
’ ormapal rive^^^^^ approved by the Instifutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annua report in 
Lriiiion tL iden Lino the lACUC-approved exceptions, this summary includes a bnef explanation of the exceptions, as well as the species and number of animals affected. 
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phrldpal investigator and approved by the Instilutionai Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
adation to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions . as well as the species and number of animals affected . 

4} The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and lo oversee the adequacy of other 

as pects of animal care and use. 
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tranquiliztng drugs were 
used. 


Number of ammals upon virtiich teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ^ the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures produdng pain or distress in these 
animals and the reasons such drugs were not used 
must be affached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C -F 
D + E) 


US 

Paci::ic Ji 
Cre< :ping 

Wat(ir Vo'. 



Nor- 


ASSURA^ICEyrATEMENTS 

1) PnifessioriaHy acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthslic, analgesic, and tranquilizing drugs, pnor to, during, 
and following actual research, leaching, testing, surgery, or experimentation were followed by this research facility, 

2) Ea^ principal investigator has considered alternatives to painful procedures. 

3) ThiL facilih/ is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
priflapal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
adtKion to identifying the lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as well as the species and number of animals affected . 

4) Thl attending veiennanan for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. 

1 CERTIFICATION BY HEADQUARTERS RESEARCH FACIUTY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

i I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SlGNATijRE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Pn^) I DATE SIGNED 



PART 1 - HEADQUARTERS 


NOV 3 0 2006 











This report 
result in an 


required by iaw (7 DSC 2143). Failure lo report according to the regulations can 
trder tc cease and desist and to be subject to penalties as provided for in Section 2150. 


ils 


See reverse side for 
additional information. 


JNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 
91-R-0003 


CUSTOMER NO. 
1017 


Interagency Report Control No 
0180- DOA-AM 

FORM APPROVED 
OMB NO. 0579-0036 


3. REPORTING 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

THE HOPE HEART INSTITUTE 
1710 E. JEFFERSON 
SEATTLE, WA 98122 
(206) 903-2001 

IfaCILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 


ANNikAL REPORT OF RESEARCH FACILITY 

T (TYPE OR PRINT) 


sheets if necessary.) 


See Attached Listing 


MALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Anima 
By 
Welfare 


nie 


is Covered 
Animal 
Regulations 


Number of 
anin^ls being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conduced involving 
accompanying pain or 
distress to ttie aninials 
and for which approphate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANiMALS 

(Cols. C * 
0*E) 



3) This fadity is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is atUched to this annual report. )n 
addition o Identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the speaes and number of animals affected. 

4) The atte iding veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects if animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

■jve is tnje, correct, and complete (7 U.S.C. Section 2143) 













This reporjt Is reouired by law (7 DSC 2143). Failure to report according to the regulations can 
result In a^ ord^ to cease and desist and to be sut^ect to penalties as provided for In Section 2150. 


See reverse side for 
additional information. 




ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


AN^^AL REPORT OF RESEARCH FACILITY 

’ (TYPE OR PRINT) 


1. REGISTRATION NO. 
91-R-0006 


CUSTOMER 

1018 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


II 


2. HEADQUARTERS RESEARCH FACILITY (Name and Addr 0 $s, as registered with USDA, 
indude 2$) Code) 

BATTELLE MEM. INST., RICHLAND SITE 
P. O. BOX 999, (MSIN P7-52) 

RICHLAND, WA 99352 





sheets if n 


FAQlLITY (Ust all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 


FACILITY LOCATIONSraires 


BATTELLE K^M. INST., RICHLAND SITE 
RICHLAND, WA 99352 


USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach atktktonal sheets f necessary or use APHIS FORM 7023A ) 


A. 

Anim 

By1 

Welfan 

r 

ils Covered 
he Animal 
i Regulations 

4. Dogs 


5. Cats 



^ 

6. Guinea p|gs 


B. Number of 
animals being 
bred, 

cor>ditloned. or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching. 

F. 

animals upon 

which ej^erlments, 

experiments, research, surgery or tests were 


which teaching. 

teaching, research. 

conducted Involving accompanying pain or distress^ 

TOTAL NO. 

research. 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

experiments, or 

conducted Involving 

anesth6tic,anaigesic. or tranqullizing drugs would 


tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 

conducted 

distiess to the animals 

interpretation of the teaching, research, 

D + E) 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 


pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


use of pain- 

tranqullizing drugs were 

animals and the reasons such &ugs were not used 


relieving drugs. 

used. 

must be attached to this report) 



7. Hamate 



ASSURANCE 


1) Professi 
and foil 

2) Eachpti 


3) Thisfao 
principa 
addition 


4) The a 
aspects 



SIGNATURE 


ATMMENTS 


ally acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anesthetic, analgesic, and tranqullizing drugs, prior to. during, 
ng achjai research, teaching, testing, surgery, or experimentation were followed by this research fodlity. 

cipal nvestigator has considered alternatives to painful procedures. 

ity is adhering to the standards and regulations under the AcL and it has required that exceptions to the standards and regulations be specified and explained by the 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptlonB is attached to this annual report, m 
to idendfylng the lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals ^ected. 

ding veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Reeponsible Institutional official) 
^ I certify that the above Is true, correct and complete (7 U.S.C. Section 2143) 


. OR INSTITUTIONAL OFFICIAL I NAME A TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 



APHIS FOR 
(AUG 91 


(Replaces VS FORM 18-23 (Oct 88). which Is obsolete 


11/20/2006 


PART 1 • HEADQUARTERS 





















This report k required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNI^AL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional information. 


Interagency Feport Control No 
OieO-DOA-AN 



1. REGISTRATION^. 

91-R-0009 

CUSTOMER NO. 

1020 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

include Zip Code) 

EASTERN WASHINGTON UNIVERSITY 

PRESIDENT'S OFFICE. 214 SHW 

CHENEY, WA 99004 
(509) 359-2371 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.; 


FACILITY LOCATIONSfS/fes 


See Attached l|.isting 


REPORT OF A 




USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animal 

ByTt 

Welfare 

1 

B Covered 
ie Animal 
^Regulations 

4. Dogs 1 


5. Cats , 



B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet u$^ for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain* 
relieving drugs. 


D. Numbtt* of animals upon 
which experiments, 
teaming, research, 
su^ery, or tests were 
conducted involving 
accompanying pain or 
distr^s to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiliang drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 
D^E) 


6. Guinea Pi 



7. Hamsters 

1 

8. Rabbits 

1 


■ r 

9. Non-Humain Primates 



1 

1 1 . Pigs 


12. Other Fami 

1 Animals 



13. Other Anirrbis 




ASSURANCE StATEPy«NTS 


1) Professio lally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to during, 
and follow ing actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each prin :jpal investigator has considered alternatives to painful procedures. ocr 

3) This faciliiy is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by t ie 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. Ir 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected 

4) The attending veterinarian for this research facility has appropriate authority to ensure the prowsion of adequate veterinary care and to oversee the adequacy of other 

aspects Of animal care and use. 


^ CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 




h is obsolete 



(AUG 91) 



















This report islrequinsd by law (7 USC 2143). Failure to report according to the regulations can 
result in an wder to cease and desist and to be subject to penalties as provided for in Se ction 2150 - 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PUNT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 
91-R-0018 


CUSTOMER NO. 
1023 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2 HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

ANNUAL REPORT OF RESEARCH FACILITY /nc/udez;>code; college 

I (TYPE OR PRINT) 9401 farwest drive sw 

LAKEWOOD. WA 98498 

(253) 964-6668 

3. REPORTING iIaCILITY (List all locations where animals were housed nr used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necefsary.) “T J _ • 

FACILITY LOCATIONSrsffes) 


See Attached L sting 

Veteriiary Technology D^ p^rtment 


REPORT OF ANI 


A. 


S USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach additfonal sheets if necessary or use APHIS FORM 702^ 


Animal^ Covet ed 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for whk^ appropriate 
anesthetic, analgesic, or 
tranquilizing dmgs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 
D^E) 


4. Dogs 

1 

0 '' 

5. Cats 

1 

0 


6. Guinea Pig 



7. Hamsters 


8. Rabbits 


9. Non-Huma 

^ Primates 



1 1 . Pigs 



13. Other Aninjtals 




ASSURANCE STATEMENTS 


1) Professk^ 
and follov 

2) Each prin 

3) Thisfacill 
principal i 
addition t 

4) Theatter 
aspects ( 


latly acceptable standards governing the care, treatment, and use of animals, including approp^te use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
ing actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

cipal investigator has considered alternatives to painful procedures. 

) identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the speae 

ding veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
f animal care and u se. 

rcpTicirATiHM B Y HEADQUARTERS RESEARCH FACILITY OFFICIAL 

Officer or Legally Responsible Institutional ofTicial) 

ibove is true, correct, and complete (7 U.S.C. Section 2143) 

I NAME a TITLE OF C.E.oi OR INSTITUTIONAL OFFICIAL (Type or Print) TDA 




hich Is obsolete 


7) I DATE SIGNED 

— I ' 

10 / 30/0 


PART 1 - HEADQUARTERS 

I^OV 6 2006 












This report requirod by law (7 USC 2143). Failure to report according to the regulations can 
result in an ^er tc cease and desist and to be subject to penalties as provided for in Section 2150. 


ITED STATES DEPARTMENT OF AGRICULTURE 
! ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 
91-R-0023 


See reverse side for 
additional information. 


ON NO. CUSTOMER NO. 

1/^ 1024 


Interagency Report Control, No 
0180-DOA-AN 


FORM APPROVED 
0MB NC'. 0579-0036 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

ANNUAL REPORT OF RESEARCH FACILITY ir^aude zip code) 

” rrvDpnp pqtnt) central Washington university 

{lYh't UK KKII\t ij 4QQ £ UNIVERSITY WAY 

ELLENSBURG. WA 98926 

(509)963-3101 


ACILITY (List all locations where animals were housed or used In actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

ry) 


FACILITY LOCATIONSrs/fes 


(CHCl) 


REPORT OF animals USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7 023A ) 


Animaii Cove'ed 
By The Animal 
Welfare Regula'iions 


B. Nun4>erof 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet u$^ for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiliang drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analg6sic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An exp/anaf/on of 
the procedures producing pain or distress in these 
anin)als and the reasons such drugs were not used 
n)ust be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 
D-^E) 


4. Dogs 


5. Cats 


6. Guinea Pi 


7. Hamsters 


8. Rabbits 



I 

9. Non-Humali Primates 


f 

I 

I 

10. Sheep ; 


1 1 . Pigs ; 


[ 

12. Other Farnli Animals 



13. Other Aninials 




ASSURANCE SfATEMENTS — 

1) Professioftalty atlc^table standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. dunng. 
and fotloling actual research, teaching, testing, surgery, or expeiimenlalion were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3 ) This faciliL is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specifi^ and explained by the 

principal itvestigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annua jj’ 

addition tb identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

for this rese arch facility h as appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 


IFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
if Executive Officer or Legally Responsible Institutional officiai) 

certify that the ab ove is true, correct, and complete (7 U.S.C. Section 2143) _____ 

:|CIAL I orPrir)t) I DAI 



DATE SIGNED 


18-23 (Oct 88). which is obsolete 


(AUG 91) 


PART 1 - HEADQUARTERS 

SEP 2 9 2006 

















This report k required by law (7 USC 2143). Failure to report according to the regulations can 


result in an 


order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additior>al information. 


Interagency Report Control No 
OieO-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
91-R-0025 

CUSTOMER NO. 
1025 

FORM APPROVED 

OMS NO. 0579-0036 

I 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, I 

In dude Zip Code) 

FRED HLITCHINSON CANCER RESEARCH CENTER 

1100 FAIRVIEW AVE. NORTH; MS BE-114 

P. 0. BOX 19024, 

SEATTLE. WA 98109 
(206) 667-4558 


sheets if n< 


FACIUTY LOCATIONSrstfesJ 


See Attached 1 

Jstine 

SLU 



SLSC 


1 REPORT OF ANjMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Aitech additional ahaata ffnaceaaary or uaa APHIS FORM 7023A ) \ 

A. 

Anima 

ByTI 

Welfare 

1 Covered 

eAnimel 

Regulaitions 

B. Number of 
animels being 
bred, 

condtiorted. or 
held for use in 
teaching, testing, 
experiments, 
reaeerch, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animels upon 
which teaching, 
research, 
experiments, or 
teats were 
conducted 

Involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animela upon 
which experiments, 
teaching, research. 
sUrgefy, or tests were 
corxiucted Involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, snaigesic. or 
trinquilizinQ drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
td the animals and for which the use of appropriate 
anesthetic,analg6sic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
Interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
tha procadurea producing pain or diatreas in thaae 
anknala and tha raaaona aueh dmga were nof usee' 
musf be attachad to thia raport) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cole. C + 
D*E) 

1 

i 

4. Dogs 


78 

101 

271 

0 

372 

5. Cats 







^ 

8. Guinea Pids 






7. Hamsters 







8. Rabbits 







9. Non-Huma 

n Priniatea 






10. Sheep 







11. Pigs 







12. Other Famji Animals 













13. Other Anin 

lafs 




























1 ASSURANCE SfATEMENTS | 



3) ThisfaGilil 
prfndpel 
addition 

4) The at 

aspects 


I actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

il investigator has considered aKematives to painful procedures. 

is adherirtg to the starHlards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the 
ivestigiitor and approved by the Inatitutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report, in 
identMying the lACUC-approved exceptions, this summary includes a brief ex^anatton of the exceptions, as well as the spedes and number of animals affected. 

I yeterlnarlan fbr this research tedUty has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
’ animei care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

Ifflcer or Legally Responsible Institutional official) 



1 (Type or Print) 

DATESiGNED 



"Hi 


I IIU I V1\llt I UJbH# 


vu I witm iw^u \wui wft iiiiJch Is ObSOlSte 


PART 1 - HEADQUARTERS 


(AUG 91) 


uL 


^ / 0 




/ 




This report Is required by law (7 USC 2143). Failure to report according to the regulations can 
result in aniorder to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


Interagency Report Control No 
OieO-OOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1 ^, 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
91-R-0030 


CUSTOMER NO. 
1028 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

VMRD, INC. 

P. O. BOX 502 
PULLMAN, WA 99163 
(509) 334-5815 


3. REPORTING! FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary. I 


FACILITY LOCATlONSfs/fes; 


See Attached 

.istin^i 


1 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionat sheets if necessary or use APHIS FORM 7023A ) \ 

A 

Anima 
By V 
Wet^re 

s Covered 
le Anir'ial 
Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of anin^ls upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
acosn^nying pain or 
distress to the anirnais 
and for whidt appropriate 
anesthetic, analgesic, or 
tranquitizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, resean^, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures produdng pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 







5. Cats 







6. Guinea Pi{ 

IS 






7. Hamsters 

r 






8. Rabbits 







9. Non-Huma 

n Priniates 






10. Sheep 







1 1 . Pigs 







12. Other Fam 

1 Animals 






Horses 

■ 


2 


a 

2 

13. Other Anin 

tals 






Cattle 

} 


1 

1 


2 

BUHI 



1 



] 








1 ASSURANCE SjTATEMENTS 

1 


1 ) 

2 ) 

3) 

4) 


Professic 

and follov^ng actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

Each prinlcipal investigator has considered alternatives to painful procedures. 

This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animai Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identriying the lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

The attending veterinarian for this research facility has appropriate authority to ensure the of adequate veterinary care and to oversee the adequacy of other 

aspects qf aninrial care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 raxtifu that thu above is true, correct, and complete (7 U.S.C. Section 2143) 


‘Mrnio rvir\rai ruxj 

(AUG 91)1 


NAME & TITLE OF C.E.Q. OR INSTITUTIONAL OFFICIAL (Type or Print) 


w|»'whlCn sv wBUIVW 


DATE SIGNED 


m 


11/8/06 

Headquarters 

2 0 




















Thic report is required by law (7 USC 2143). Failure to report according to the regulations jean 
result in an order to cease and desist and to be subject to penalties as provided for in Seqlon 21 SO. 


UNITED STATES DEPARTMENT OF AGRICULTURE I 

A-^IMAL AND PLANT HEALTH INSPECTION SERVICE I 


See reverse side for 
D. additional inforrrtatlon. 

1. REGISTRATION NO. CUSTOMER NO. 

91-R-0033 1031 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


ANNI^AL REPORT OF RESEARCH FACILITY 

■ (TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
indude Zip Code) 

ZYMOGENETICS. INC. 

1201 & 1208 EASTLAKE AVENUE EAS7 
SEATTLE. WA 98102 

(206) 442-6775 


ACILiTY (List all locations where animals were housed or used In actual resjearch, testing, teaching, or experimentation, or held for these purposes. Attach additional 

ry.) ^ 


I FACILITY LOCATlONSrs/fes 


See Attached l|.isting ' 



REPORT OF AN^VLS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach ^ddHional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animal 
ByTri 
Welfare j 

B Covered 
e Animal 
Reguladons 

4. Dogs 


I 

5. Cats ; 



B. Number of 
animals bdng 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Nun^>er erf animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
cor)ducted involving 
accompanying pain or 
distress to the animals 
and for ^ich appropriate 
anesthetic, analgesic, or 
trariquiiizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures produdng pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 
D+ E) 


6. Guinea Pi 



7. Hamsters 

1 

8. Rabbits 

i 

I 

I 

I 9. Non-Huma^i Primates 

10. Sheep 

1 

1 

11. Pigs 

1 

1 

12. Other Famli Animals 



13. Other Anirrlials 




ASSURANCE STATEMENTS 


1) Professioi 
and follOM 

2) Each prin< 

3) Thisfadlil 
principal ii 
addition t( 

4 ) ITteatteni 
aspects 


tally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to during. 
Ing actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

^pal in .'estigator has considered alternatives to painful procedures. 

y is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by tie 
(vestigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. Iri 
\ identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected 

jling vderinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
animaH care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



DATE SIGNED 


ct 88), whi 







T1 - HEADQUARTERS 


(AUG 91) 


DFC -" '006 




















This report 
result in an 


required by law (7 USC 2143). Failure to report according to the regulations can 
^der to cease and desist and to be subject to penalties as provided for In Section 2150. 


See reverse side for 
additional information. 


Interagency Feport Control No 
0180-DOA-AN 


IWITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNU 


lAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


\ 

k 


1. REGISTRATION NO. CUSTOMER NO. 

91-R-0036 1032 

FORM ^^PPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY fName and Address, as registered with USDA, \ 

include Zip Code) 


SEATTLE BIOMEDICAL RES. INST. 

307 WESTLAKE AVENUE NORTH. SUITE 500 

SEATTLE. WA 98109 


(206) 256-7200 



3. REPORTING 
sheets if n 




AGILITY (List all locations where animals were housed or used in actual reseamh, testing, teaching, or experimentation, or held for these purposes. Attach additional 

ry.) 


FACILITY LOCATIONSrsffesj 


See Attached (Listing 


REPORT OF ANI 

MALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) | 

A 

Animal 

ByTt 

Welfare 

i Cover ed 
e Animal 
Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Nunftber of animals upon 
which experiments, 
teaching, ^search, 
surgery, or tests were 
conduced Involving 
ac^xnpanylng pain or 
distress to the animals 
and for which appropriate 
anestheUc, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgeslc, or tranquilizing doigs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C * 
D+E) 

4. Dogs 






0 

5. Cats 






0 

6. Guinea Pig 

s 





o 

7. Hamsters 






0 

8. Rabbits 






0 

9. Non-Huma 

1 Primates 







10. Sheep 






0 

1 1 . Pigs 






o 

12. Other Fam 

Animals 





0 








13. Other Anirr 

als 


'fhATF liil 

FLf\h U1.5.D/- 

'rPMulaJ-td (LAi/naJ. 

=5 




iLFiid nr 

lr\n{f.eeA of 

(iiu\f\q ~thiS 





np n rt\f\ 

3 (\er'ioA fOt 

'AvLer 1 fyjp 









ASSURANCE S' 

ATEMENTS | 






1 ) Professioi ally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and follow ng actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each print ipal investigator has considered alternatives to painful procedures. 

3) This facilit f is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by ttie 
principal it vestigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition tc identifying the lACUC-approved exceptions, this summary includes a brief ex^anation erf the exceptions, as well as the species and number of animals affected. 

4) The attenc ing veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects od animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

above is true, correct, and complete (7 U.S.C. Section 2143) 






MAKje ft TITI e rkc o E r\Q ikiOTiTiiTirvktAi oeeir^iAi 



which Is obsolete 


DATE SIGNED 


PAK I 1 - h eadquarters 


r" 






; ni: reDcr reau<r 
resjl: in ar o'ae' it c 


ec Oy lav. i'- use 2143; --auurt ic reDor 3c.~Drdinc ic tne reguiaiions can 
east- anc oesisi anc ic 0= suDiec; lo penalties as oroviaec tor ir Section 2M 


See atiacnea form for 
aodiiionai information. 


IJNn'ED STATES DEPARTMENT OF AGRICULTURE 
lANIMM AND PLANT HEALTH INSPECTION SERVICE 


AhjlNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2, REPORTING FACll 

22021 20 
Building 


1. CERTIFICATE NUMBER; 91-R-0037 
CUSTOMER NUMBER; '1033 


Interagency Repon Coniroi Nc. 


FORM APPROVED 
0MB NO. 0579-0036 


Icos Corporation 
22021 - 20th Avenue Se 
Bothell, WA 98021 

Telephone; (425) -485-1900 


LITY ( L.S, all iDEai.pnL where animal, were hpuseo or useti in acmai researen. lest.ng, or expenmeniaiion. o, neiB i or mese purposes. Atiach aaditional sheeis ii neressaiT 

Facility LOCATIONS f Sites I - SeeAiacnedLislmg 


th Av SE 
4 South 


REPORT OF AN 


A. 


MAL^. U SE^^^^^UNPEI^CONl^Ol^O^^ESEARCH^ACI^nM^Attech^dditiDn^sh&ets if necessary or use APHIS Form 7023A 1 

B 


Animals Coveried 
By The Animal 
Welfare Regulations 


Number of animei 
being bred, 
conditioned, or 
held for use tn 
leaching, testing, 
experiments, 
research, or 
surgery bui not yr 
used for such 
purposes. 


C. 


Number of 
animals upon 
which teaching, 
research, 
expenmenti. or 
tests were 
conducted 
involving no pain, 
Distress, or use o 
pain-relieving 
Ofuas. 


D. 


Number of animals upon 
which expenments, 
leaching, research, 
surgery, or tests were 
conduned involving 
accompanying pain or 
distress to the animals an 
for wnicn aporopnate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, expenrrients. 
research, surgery or tests were conducted involving 
accompanying oam or distress to the animals and for wh 
the use of apDroonate anesthetic, analgesic, or tranquiliz 
drugs wouio nave aoversely affected the procedures, res 
or interpretation of the leaching, research, experiments, 
surgeiy'. or tests. ( An expianafion of the procedures 
orooucing pain or distress in these animals and the reasc 
suen oruQs were not useo must be attached to this repon 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C D + E ) 


4. Dogs 


1 

1 

6 

1 

6 

5. Cats 




1 

i 

) 

1 

6. Guinea Pigs 



98 

1 

! 


98 

7. Hamsters 



3 

— — 

1 

3 

8 Rabbits 

■ 


1 

! ! 


2 . Non-human Prim 

ates 

! 1 

i 1 


10. Sheep 


1 ! 

■ 


11. Pigs 


*• ■»! INI II . 

! i 

1 1 


12. Other Farm Anim 

sis 

I • : 

! I 

1 





^ — 

i 

1 

1 


13. Other Animals 

1 



1 



1 

t 

1 

1 

1 

1 

! 



j 


' ' ■ ■ 1 

1 

! 



ASSURANCE STATEMENTS 


Professionally a 
leaching, tesiind 


2. Each principal n 


Tnis faciliiv iz a 
Inclituliooa! Anini 
Drief expianalion 


rrie atiending 


ceptahle sianoarac Qpvgrning tne care ireatmem. and use of animals, includinc appropriate use anesipn- anain>>c.- ann ^ " " 

.surper^', or expenmentaiion were tollowed by this research facility. , ' drugs, prior to, during, and following actual rese, 

rvesiiptior has considered allernalives to painful procedures. 

a! Car.Vnd ulTcomm^neeTl^^^^^^^ al^sucT ana^chert^thi! annurrep^ort Tn^addr^ T "h° investigator and apf 

of the ?xcep1ians. as wall ar. the rpec.es and nambe” oi an^l^als arced"' " 'ACUC-approved exceplipns, this summary in 

^nar,an to. ,h,s research tacili.y has apprppr.ate aamonly to ensure the prows, on of adequate ve lennar,. ca.e and to oversee the adequacy of other aspecs pt animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
■ Chief Executive Officer or Legally Responsible Inslilutiona! Official ) 

DATE SIGNED 

11-9-06 




'iC. whi:'ri t; oosoietc. 










This report isj requir-isd by law (7 USC 2143). Failure to report according to the regulations can 
result in an ^er to cease and desist and to be subject to penalties as provided for In Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

I (TYPE OR PRINT) 


1. REGISTRATION NO. 
91-R-0038 


CUSTOMER NO. 
1034 


Interagency Retport Control No 
0180- DOA-AN 

FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Nam9 and Address, as registered with USDA, 
indude Zip Code) 

ANDERSON. ROGER J. & LINDA L. 

20004 HAPPY VALLEY RD. 

STANWOOD. WA 98292 
(360) 652-7157 


3. REPORTING tACluiv (List all locations where ani mals were housed or used in actual res^reh. leslino, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necefsary.) ' - 


FACILITY LOCATIONSrsffes) 


See Attached Listing 

1 . 




REPO^ OF ANifcs I^ED ^ OR UNDER CONTROL OF RESEARCH FACIUTY (Attach ^dd^al sheets if necessary or use APHIS FORM 7023AI 


Animal^ Cove ed 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea 


7. Hamsters 


8. Rabbits 


9. Non-Humaln Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farrii Anin ials 


Gioa'^ 


13. Other Anifjials 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


"C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 




HOP 


Number of animals upon 
which experiments, 
teaming, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
anq for whid^ appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 


E. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures produdng pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 
D*E) 






^1 standards flovemlng the care , treatment, and use of animal^lndudina appropriate use ot aneslhefc, analgesic, and tranquiiizing drugs, prior to, during, 

aJ,d “E^a^^research, teaching, testing, surgery, or experimentation were foiiofed by this research facility, 

2) Each priincip>al investigator has considered alternatives to painful procedures. 

4) The atte iding veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects >f aninrffll care and use. 

certification by headquarters research facility official 

(Chief Executive Officer or Legally Responsible Institutional official) 

t certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


I MAME A TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



,whl 


DATE SIGNED 

/0'9'0<!p 


RT 1 - HEADQUARTERS 


IV 






OCT 1 3 2006 



This report \i requinsd by law (7 USC 2143). Failure to report according to the regulations can 
result in an qrder to cease and desist and to be subject to penalties as f^ovided for In Section 2150. 


See reverse side for 
additional information. 


ITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 
91-R-0042 ^ 


CUSTOMER NO. 
1035 


V 

Interagency Report Control No ' 
0180-DOA-AN p 


FORM APPROVED 
OMB NC. 0579-0036 


I 


I 2. HEADQUARTERS RESEARCH FACILITY VA/ame and Address, as registered with USDA, 

ANNUAL REPORT OF RESEARCH FACILITY include Zip Code) 

' /TVPP DP PQTNT) REPRODUCTIVE ASSAYS LAB. 

{ I rt't: UK KKl f V / J 5Q2 SOUTH M ST. #300 

TACOMA. WA 98405 
(253) 475-5433 

— 


ACILI'TY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach add tional 

ry.) 


FACILITY LOCATIONS(5/fes; 


See Attached Lasting 





REPORT OF ANIMalS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animal^ Covei ed 
By The Animiil 
Welfare Regulations 


B. Numba'of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for su<^ 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquitizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


4. Dogs 


5. Cats 


6. Guinea Pig 


7. Hamsters 


8. Rabbits 


9. Non-Humak Prirrates 


10. Sheep 


1 1 . Pigs 


12. Other Famj Animals 



13. Other Anirrials 


TOTAL NO. 
OF ANIMALS 

(Cols. C -t- 
D*B) 



ASSURANCE STATENIENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and folloSing actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each prtntipal intrestigator has considered alternatives to painful procedures. 


3) Thisfacitij 
principal i 
addition M 

4) TheattenI 
aspects 


y is adhering to the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the 
ivestigator and approved by the Institutional Anitnal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annua reportJr.pT 
► identIKying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affectettf w I 

Sing ve^terinarian for this research facility has appropriate authority to ensure the proviston of adequate veterinary care and to oversee the adequacy of other 
anlrruit care and use. 


2 2006 


jd>^didrei.%^re!Tr 



3Y HEADQUARTERS RESEARCH FACILITY OFFICIAL 
I Officer or Legally Responsible Institutional official) 
above is true, correct, and complete (7 U.S.C. Section 2143) 


TIONAL OFFICIAL rJ’ 


n .< I =f .« y k ^ I :f .1JHI :XsX*] :l I trnm 









^hlch Is oDsoi 


lEADQUARTERS 


(AUG 91) 













































This report ik required by law (7 USC 2143). Failure to report according to the regulations can 
result in an ^der tci cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additlcM^al infonnation. 


ITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1 REGISTRATION NO. 

91-R-0043 


CUSTOMER NO. 

1036 


Interagency Report Control No 
0180-DOA-AM 


FORM APPROVED 
OMB NO. 0579<0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

annMal report of research facility include Zip Code) 

1 rJYPF HR PRTNT) BIO RES. LABORATORIES. INC. 

( / YHt UK KKINiJ 2897 152ND AVE. NE 

REDMOND, WA 98052 

(425) 869-4224 

ACiUtY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

ry) ■' ' — 


FACIUTY tOCATlONSfs/fes) 


See Attached liisting 




REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach addHional sheets if necessary or use APHIS FORM 70 23A) 


Animaljs Covered 
By The Animal 
Wel^re Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain* 
relieving drugs. 


D. Number of anln^als upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
ac^xnpanying pain or 
distress U> the anifhals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 
D-t-E) 


4. Dogs 


5. Cats 


6. Guinea Pids 


7. Hamsters 


8. Rabbits 


-Humaln 


Priniates 


9. Non 


10. Sheep 


11. Pigs 


12. Other Farrd Animals 



13. Other Anirhals 


Rats 


Mibe 




ASSURANCE S 

1) Professio 
and fc^lm 

2) Each pnr 

3) Thisfacili 
principal 
addition t 

4) Theatter 
aspects ( 


SIGNATURE 


fATEMENTS » 

jrallyaixeptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior tc. during, 
ring actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

cipal ir vestigator has considered alternatives to painful procedures. 

ly is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be s^cified and explained by the 
nvestkiator and approved by the InsOtutional Animal Care and Use Committee (lACUC). A summary of ail the exceptions Is attached to this annua report. \n 
5 identifying the lACUC-approved exceptions, this summary includes a brief ex^anation of the exceptions, as well as the species and number of animals affected. 

ding visterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other Q Q J - 0 2006 
f animiiil care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I 1 certify that the above is tme, correct, and complete (7 U.S.C. Section 2143) 

i)F C.IS.O. OR INSTITUTIONAL OFFICIAL I DATE SIGNED 



[WlacesVSFORMIS- 



iol'^loh 


t3 (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 


(AUG 91) 










This repoH is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be sut^ect to penalties as provided for in Section 2150. additional information. 


1. REQtSTRATtON NO. CUSTOMER NO. 

1 ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 91-R-0048 1281 


1281 


ANNUAL REPORT OF RESEARCH FACILITY 

I (TYPE OR PRINT) 


interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Nairn and Address, as registered with USDA, 
Include Zip Code) 

SONUS PhlARMACEUTlCALS. INC. 

22026 20TH AVENUE SE 
BOTHELL. WA 98021 


sheets if 



FACHJTY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 


Esssn 


FACILTTY LOCATIONSrsffea 


SONUS PHAM4ACEUTICALS, INC. 
BOTHELL, \hiA 98021 



USED BY OR UNDER CONTROL OF RESEARCH FACHJTY 


Anin^ls Covered 
By me Animal 
Welfere Regulations 


13. Other Anitinals 


ASSURANCE 


1 ) 


B. Nuntberof 
animals being 
bred, 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
rel 




(Attach addUonai sheets f necessary 


D. Number of animals upon E. 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to &ie animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


or use APHIS FORM 7023A ) 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analge8ic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
anknals and the reasons such drugs were not used 
must be attached to this report 


TOTAL NO. 
OF ANIMALS 

(Cois. C + 
D + E) 



5. Cats 


6. Guinea Pibs 

7. Hamsters 


8. Rabbits 


9. NorvHumi 

Primates 

10. Sheep 


1 1 . Pigs 


12. Other Fan 

n Animals 





and 

2) Each prill 

3) ThisfadI 
principal 
addition i 

4) Theatter| 
aspects < 



SIGNATURE 


ATEMENTS 


lly acceptable starnlards governing the care, treatment and use of animals, Including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
ng actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

cipal investigator has considered alternatives to painful procedures. 

ly is adhering to the standards and regulations under the Act and it has required that exceptions to the standards and regulations be specified and explained by the 
Investigator and approved by the institutional Animal Care and Use Committee (tACUC). A summery of all the exceptione Is attached to this annual report. In 
0 identifying the lACUC-approved exceptions, this summary includes a brief e^qilanatfon of the exceptions, as well as the species and number of animals affected. 

ding veterinarian for this research fodlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
4 animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or ^ally Resppnelble Jnstitutional official) 
I certify that the above Is true, correct, and complete (7 U.S.C. Section 2143) 


C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



(AUG 91)1 


(Replaces VS FORM 16-23 (Oct 88), which It obaolafo 


DATE SIGNED 

10/10/2006 


PART 1 - HEADQUARTERS 





















This report id required by law (7 USC 2143). Failure to report according to the regulations can 


See reverse side for 


Interagency Reiport Control No 
0180-DOA-AN 


"ul^lTED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNliAL REPORT OF RESEARCH FACILITY 

1 (TYPE OR PRINT) 


1. REGISTRATION NO. CUSTOMER NO. 

91-R-0051 1722 

FORM APPROVED 

OMB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 

include Zip Code) 

YAKIMA VALLEY COMMUNITY COLLEGE 

P.O. BOX 22520 
YAKIMA. WA 98907 
(509) 574-4600 

■i-rvAeAe aHHih/\n9l 



REPORT OF ANI 


ISED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animali Covered 
By The Anim il 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea 


Pig^ 


7. Hamsters 


8. Rabbits 


9. Non-Humaii Primates 




10. Sheep 


11. Pigs 


12. Other Fami Animals 


13. Other Ani 


injals 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


6 


'd 


o 


Number of 
animats upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


20 


77 


Number of animats upon 
which experiments, 
teaching, research, 
surgery, tests were 
conduded invdving 
accompanying pain or 
distress to U^e animals 
and for whidi appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


3'y 


77 


/ 


O 


D 


O 


O 


O 


O 


o 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures produang pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 




D 




TOTAL NO. 
OF ANIMALS 

(Cols. C * 
D+ E) 


/W 


I 



ASSURANCE S 

1) Professit 
and folk 

2) Each prin|:ipal in vestigator has considered alternatives to painful procedures. 

f is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be spedfted and explained by the 
ivestiQiator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. Ir 
identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected 


3) Thisfacili 
principal i 
addition t 


4) Theatteni 
aspects 



ling velerinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
animat care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

lAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


IT 1 - HEADQUARTERS 


OCT 3 0 2Q06 


















This report Is r^quirec by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided tor in Section 2150. 


Hnnuju 


See reverse side for 
additional information. 


Interaoencv 







Interagency Report Control No 
0180-OOAAN 


fckum; App^^ 



2. HEADOUARTERS RESEARCH FACILITY (Name and Address, as registered with USD A 

a CtAtMd Zip f 


annual report of RiSBARCM FAetLlTV 

' (TYPE OP PRINT) 





3. REPORTING FACILITV (List ail fecMions wtoere ammals were Nousad or in actual research, tastin 9 , leachmg. or experimentation., or bekl lor these purposes i.Mtach additional 
sheets it necest ary.) 




^SioCrZ- 




26 -^/^ve. ^ £2 




PACI^rty LOpAtlOl^ /s^es; 





PZ^j 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY fAffach adidUkmu^ ttk^ 'H Aece^ary or us^APMS FORM fOSSA.) 


Animals Covered 
By The Anim<il 
Welfare Reguiations 


B. Number of 
animals being 
br^, 

conditioned, or 
helcj for usq in 
teaching. teStIhg, 
e)^»erimenls, 
research, or 
surgery but not 
. yet us^ for.SMCh . 

^ V^p^Us ■' ' 


.Number of 
^rrintat^ upon 
vthichieachiagt 
research, 
a^riments, or 
tests were 
cohtfuCted ' 
involving no 
pain, distress, or 

ifelie'^ng orbgs! 


0- ^Nprabarol.attiinaf& upon^ 
which ftxp^imenis, 
TeacHih^, rOse^h, 
surgery, or tests were 

60rid«c^dtw'oivmg 
,accompani(iog or 
'distre^ to fne dnunats 
and for which appropriate 
anesthetic, analgesic, or 
v^slK)g%t^BAft«faf•ere , 
used 


Number of animals upon which teaching, 
expariinenrsf, research, surgery ^ti^s were ‘ ' 

rconductad mvofvmg accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic;, anal^sic, or tranquiliziim.^rpaswoMld.^ 
have ad'^^s^M'fecred the brocedJi^, resulls^ dr - 
irilecptafafMt af'4hertaacMhg, research, 
agperf}nants»sa'rg!i^errla$la (An explanation of 
the procedures producing pain or distress in th ese 


TOTAL NO. 
OF ANIMALS 


(Cols. 
O + 


c + 

E) 


4. Doqs 


5. Cats 


6. Guinea Pi 


7. Hamsters 



8. Rabbits 


I 

9. Non-humatli Primates 


10. Shee 


11. Pi 


12. Other Farrti Animals 




13. Other Anirtials 




ASSURANCE STATEMENTS 


1) Professional 
and tollowir 


illy accep 
lig actual 


eptabie standards governing the care, treatment, and use of animals, including approriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
lal research, teaching, testing, surgery, or experimentation were tolfowed by this research facility. 


2). Each prjncij)al investigator has considered alternatives to painful procedures 


3) . This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 

principal inwestlgcitor and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In 
addition to {identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as welt as the species and number of animals affected. 

4) The attending velf^rinarian tor this research tacJily has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy ut other aspects of 
animal carel and use. 



CERTIFICATION BY HEADQUARTES RESEARCH FACILITY OFFICIAL 
(ChiefExecutive Officer or Legally Responsible Institutional Official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 


lOpn 


i! .i Tgfyf !r; n'?i' a:rjar3 r : w a m 




APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (OCT 88). which is obsolete.) 


PART 1 • HEADQUARTERS 















This repc 
result tn 


is fee uired by law (7 USC 2143). Failure to report according to the regulations can 


See reverse side for 
aldditionai information. 


Interagency Report Control No 
OiaO-DOA-AN 


' UNITED STATES DEPAR^MEMT OF AGRICULTURE 
ANIMAL AND Pt-ANT HEALTH INSPECTK3N SERVICE 


ANI^UAL REPORT OF RESEARCH FACILITY 


(TYPE OR PRINT) 


1. REGISTRATION NO. CUSTOMER NO. 

91-R-0053 11124 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Nama and Address, as registered with USDA. I 

in dude Zip Coda) 


S N B L U S A. LTD 


6605 MERRILL CREEK PARKWAY 

EVERETT. WA 98203 


(425) 407-0121 



sheets if 


See Attache 

I Listing 





Import of ifNIMAIS used by or under control of research facility (Attach addUfonal sheets if necessary or use APHIS FORM 7023A ) | 

K 

Antn 

By 

Welfal 

lals Covered 

The Ar tmal 
a Regiitations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teachtng. testing, 
experimenls, 
research, or 
surgery but not 
yet usM for such 
purposes. 

C. Number of 
animats upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
irbvolving no 
pain, distress, or 
use of paln- 
ralitvfng drugs. 

D. Number Of animats Upon 
which experiments, 
leachirbg, research, 
surgery, or tests were 
conducted involving 
accompanyirbg pain or 
distress to the animals 
and for which appropriate 
anesthetic, algesic, or 
(ranquillzing drugs were 
used. 

E. Number of animats upon which teaching, 
experiments, research, surgery or tests bvere 
conducted involving accompanying pain or distress 
lo the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
mterpretatien of the teachirvg. reseamh. 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the raasons such drugs were not used 
must be attached fo this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C * 

D + E) 

4. Dogs 







5. Cats 







6. Guinea P 

'igs 






7. Hamster 

i 






8. Rabbits 


7 

42 

203 


245 

9. Non-Hur 

tan Primates 

2842 

500 

2126 


2626 

10. Sheep 







11. Pigs 







12. Other Fa 

nm An mats 







r^' 






13. Other An 

imals 



























ASSURANCE 

STATIiMENTS | 


addit 


ringii^ual research, leaching, testing, surgery, or expedmentation were foiiowed by this research ladlHy. 
idpal irwestigator has considered aitematives to painful procedures. 

tty is iidhering to the starboards and regulations unOar the Act. and it has required that exceptions to the standards and regulations be specified and explained by die 
inves igator and approved by the InsUtutional Animal Care and Use Committee (lACUC). A summary of all the exceptlona Is attachad to this annual report, in 
I lo tdeiYlifying ite lACUC^approved exceptions. Ihis summary includes a brief expianatiorb of the exceptions, as wav as the spedes and number of animals affected. 

mding retehnarian for this research facility has appropriate authority to ensure the provision of adequate veterirbary care and to oversee the adequacy of other wov 3 0 ynna 
iOf animal care aiKf use. ^ ^iA/O 


I 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above Is true, correct, and complete (7 U.S.C. Secticxb 2143) 

~ ^AME S TITLE OF C.E~0. OR mTITUTION^ OF^ICI^ (Type or Print) 


APH 



pRM 1S*23 (Oct M). vrhich la obsolete 



PART 1 • HEADQUARTERS 



This report i4 required by law (7 USC 21 43). Failure to report according to the regulations can See reveree side for 

result In an c rder to cease and desist and to be subject to penalties as provided for in Section 2150. addttional information. 

ul^lTED STATES DEPARTMENT OF AGRICULTURE | 1. REGISTRATION NO. CUSTOMER NO. 

AMIMAL AND PLANT HEALTH INSPECTION SERVICE I 91 -R-0054 1 5097 


Interagency Report Control No 
0180-DOA-AN 

FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Namo and Address, as regintered with USDA, 

ANNl^AL REPORT OF RESEARCH FACILITY 

I (TYPE OR PRINT) 777 JORGENSEN PLACE 

BELLINGHAM, WA 98226 

(360) 398-9512 

3. REPORTING ^ACILI TY (List all locations where animals were housed or used in actual research, testing, leaching, or experimentation, or held for these purposes. Attach add tional 
sheets If necefsary.) 

[ FACILITY LOCATlONSfstfes) 

See Attached Listing _ i 

17^ llQCopnser, "wee 






(JO 


22.6 


REPORT OF M^iUXlS iJSED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional shaets ^necessary or usa APHIS FORM 7023A ) 


Animaljt Cove> ed 
By The Animal 
Welfare Regulanions 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
v^ich experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experinr^ents. research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experirT>ents, surgery, or tests. (An explanation of 
the procedures produdng pain or distress in these 
animals and the reasons such drugs were not used 
must be affached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C 
D + E) 


4. Dogs 


5. Cats 


6. Guinea Pi( 


7. Hamsters 


8. Rabbits 


9. Non-Humah Primates 


10. Sheep 


11. Pigs 


12. Other Famji Animals 


13. Other Aniniials 


ASSURANCE Sf-ATBNIENTS 

1) Professiorially i<l>ceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and folloveng actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each prinbipal imrestigator has considered alternatives to painful procedures. 

3) This faciliW is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal ihvestlgator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition te IdentHlying the lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending ve lwinarian for this research facility has appropriate authority to ensure the prowsiwi of adequate veterinary care and to oversee the adequacy of other 

ERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

■■ print) I DA1 


DATE SIGNED 


’sA 


ORM 18-23 (Oct 88), whichls obsolete 


PART 1 - HEADQUARTERS 


OCTlfgif 



This report s requi ed by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an yder to cease and desist and to be subject to penalties as provided for in Section 21 SO. additional information. 

UNITED STATES DEPARTMENT OF AGRICULTURE I 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 91 .R-0056 20493 


Interagency Report Control No 
0180-DOA-AH 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2, HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

THE INSTITUTE FOR SYSTEMS BIOLOGY 
1441 N. 34TH STREET 
SEATTLE, WA 98103 
(206) 732-1221 


ACIUTY (List ail locations where aninnals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

ry) 


FACILITY LOCATIONSrs/fes) 


See Attached listing 



Uiib. 



REPORT OF AN 


A. 


S USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animalk Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, <y tests were 
conducted inv^ving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizir>g drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An exf^anation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 
D-i- E) 


4. Dogs 


O 


O 


o 


(3 


O 



13. Other AnI 


1) Profess! 
and fdlowi 


TEMENTS 


Hy acceptable standards governing the care, treatment, and use of animals, including appropriale use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
ig actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility 
principal in 
addition to 

4) The attend 
aspects of 


' is adhering to the standards and regulations under the Act. and It has required that exceptions to the standards and regulations be specified and explained by the 
vestigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
identifying the lACUC-approved exceptions, this summary includes a brief explanatity) of the exceptions, as well as the species and number of animals affected. 

Ing veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other DEC - 1 2006 


nimal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

bove is true, correct, and complete (7 U.S.C. Section 2143) 


NAME & TITLE OF C,E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



APHIS FORM 7023 
(AUQ ^"^ ^ — 


(Replaces VS FORM 18-23 (Oct 88), whic 



ADQUARTERS 





































This report ils requi ed by law (7 USC 2143). Failure to report according to the regulations can 
result in an order in ^se and desist and to be subject to penalties as provided for in Section 21^. 


U NITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNlkAL REPORT OF RESEARCH FACILITY 

' (TYPE OR PRINT) 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


1. REGISTRATION NO. CUSTOMER NO. 

91-R-0057 23329 

FORM APPROVED 

0MB NO. 0579*0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
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B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
Involving no 
pain, distress, or 
use of pain* 
relieving drugs. 


D. Number of animats upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for v,fhich appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 
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ralty Bixeptabte standards governing the care, treatment, and use of animals. Including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior tci, during, 
ring aciual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

cipal investigator has considered alternatives to painful procedures. 

ly is achering to the standards and regulations under the Act. and It has required that exceptions to the standards and regulations be specified and explained by :he 
nvesficiator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report, h 
3 identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the speaes and number of animals affected . 

ding vHerinarian for this research ^cility has appropriate authority to ensure the proviaon of adequate veterinary care and to oversee the adequacy of other 
f aniirviil care and use. — 
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research, or 
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research, 
experiments, or 
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F. 
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the procedures producing pain or distress in these 
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ng actual research, teaching, testing, surgery, or experimentation were followed by this research fadlity. 

:lpal ir vestigator has considered alternatives to painful procedures. 

y is acih^ng to the starujards and regulations under foe Act, and It has required that exceptions to the standards and regulations be spedfied and e}q}lained by the 
ivestijtator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exertions is attached to this annual report. In 
i identfying the lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as well as the spedes and number of animals affected. 

ling v«»terinarian for this research fadlity has appropriate aufoo^ty to ensure the provision of adequate veterinary care and to ON^rsee foe adequacy of other 
' animd care and use. 
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purposes. 
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animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain* 
relieving drugs. 


0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
a)nducted invot>nng 
accompanying pain or 
distress to the animats 
and for which appropriate 
anesUtetic. analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
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experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
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tally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
tng act ual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

:ipal in /estigator has considered alternatives to painful procedures. 

y is adi iering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
westigitor and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
» identltying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

Sing veterinarian for this research facility has appropriate authority to ensure the (^vision of adequate veterinary care and to oversee the adequacy of other ROV 2 9 2006 
animal care and use. 
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animals upon 
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research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
retieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
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and for which appropriate 
anesthetic, analgesic, or 
tranquiilzing drugs were 
used. 


E. Nunnber of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquiilzing drugs would 
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expwiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 
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and folilwring e dual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Ad. and it has required that exceptions to the standards and regulations be specified and explained by the 
principi Invesiigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to Identifying the lACUC-apprwed exceptions, this summary indudes a brief ex^anation of the exceptions, as well as the spedes and number of animals affected. 

4) The attmdlng veterinarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other q r p . 

. animal care and use. - 
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result in an )rder to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

1 (TYPE OR PRINT) 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


1. REGISTRATION NO. CUSTOMER NO. 

91-V-0001 1320 

FORM APPROVED 

0MB NO. 0579-0036 

1 2, HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

1 include Zip Code) 


VA MEDICAL CENTER (663) 

MAIL STOP 151/1660 SOUTH COLUMBIAN WAY 

SEATTLE, WA 98108 




FACILITY {List all locations where animals were housed or used In actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
ssary.) 


FACILITY LOCATIONSfs/fes) 


.isting 

Leal Center, 1660 S Columbian Way 


REPORT OF ANImALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionaf sheets if necessary or use APHIS FORM 7023A ) 


A. 


Animals Covered 
By Tne Animal 
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animals upon 
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research, 
experiments, or 
tests were 
conducted 
involving no 
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use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.anatgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 
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ASSURANCE STATEMENTS 


1) Professio tally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and follov ing actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each prin :ipal investigator has considered alternatives to painful procedures. 

3) This facili y is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal I westigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition t > identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The atten Jing veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other " 

aspects c ' animal care and use. 
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